POST  CHAPEU, 


FORT  BENN 


ING,   GEORGIA  56 


on    is  comprised 


The    Fort    Benning    Reservation    is  comp 
of  some   97,000   acres,    17   miles  in   length  and 
13    miles    in    width.      There    are  approximately 
1,300    buildings    of    permanent    construction  t 
house  post  activities. 


31897N 


